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Weatherhead Salesmen on Tour ........ Mar.—61 
Welding Guns, Knee-Action ............ Mar.—40 
Westinghouse Service Meeting for Dealers in 
Rochester, N. Y., A Aug.—36 
Wilkes-Barre Chapter Fourth Annua] Banquet 
Apr.—61 
Worcester Chapter Members Join Auxiliary 
iremen 
Officers and Prominent Members 








Aduertisers 








Aerovox Corp. 

Airo Supply Co. 

Alco Valve Co. 

Alter Company, The Harry 

Aluminum Ore Co. 

Ansul Chemical Company 

Automatic Heating & Cooling Supply Co. 
Automatic Products Company 


a. a A Ae ree 35 
Bonney Forge & Tool Works Back Cover 


Calumet & Hecla Consolidated Copper Co., 
Wolverine Tube Division 

Chicago Seal Co. Inside Front Cover 

Chicago-Wilcox Manufacturing Co. 36 


Davison Chemical Corp. ........ Inside Back Cover 
Day and Night Mfg. Co. 50 
Dayton Rubber Co. 

Detroit Lubricator Co. ............06002 32 and 33 
Dole Refrigerating Machine Co. 35 
Du Pont de Nemours & Co., Inc., 


Electrimatic Corp. 


General Controls 
General Electric Co. 


Hammond Drierite Co., 
Henry Valve Company 
Highside Chemicals Company 
Hodgman Rubber Co. 


Imperial Brass Mfg. Co. 


Jarrow Products 
Kerotest Mfg. Co. 
Lynch Mfg. Corp. 


Marsh Corp., Jas. P 

McIntire lag Company 
Minneapolis-Honeywell Regulator Co. 
Modern Gas Company, Inc 

Mueller Brass Company 


New Duty 
New York Control Co. 
Nickerson & Collins Co. ........... 42, 53 and 58 


Penn Electric Switch Co. 
Ranco, Inc. 
Refrigeration Surplus Dealers 


Service Parts Company 

Shank Co., Cyrus 
Spoehrer-Lange Co. 
Stangard-Dickerson Corp’n, The 
Superior Valve & Fittings Co. 


Tecumseh Products Company 
Utilities Engineering Institute 
Utility Thermostat Co. 

United Speedometer Repair Co., 
Virginia Smelting Company 


Weatherhead Co., The 
Wolverine Tube Division 
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